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CONFIDENTIAL 

PAGE 01 BUCHAR 01366 031518Z 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO OCL-OO FBOE-OO A-01 
SY-05 /025 W 

104314 031523Z/46 

P R 031343Z MAR 78 
FM AMEMBASSY BUCHAREST 
TO SECSTATE WASHDC PRIORITY 8212 
INFO AMEMBASSY BONN 
AMEMBASSY LONDON 

CONFIDENTIAL BUCHAREST 1366 

BONN FOR RCO, LONDON FOR ATO 

E.O. 11652: GDS 

TAGS: AFAC, ABLD, ASEC 

SUB J : CCC RENOVATIONS 

REF: A) BUCHAREST A-4 DATED JANUARY 13, 1977; B) STATE 042429 

1 . EMBASSY CONCURS WITH DEPARTMENT RECOMMENDATION THAT 
CONSTRUCTION, AS OUTLINED IN ITEM 2 OF REFTEL (B), BE PERFORMED 
BY LOCAL CONTRACTOR. 

2. BECAUSE OF PROXIMITY TO OTHER SENSITIVE AREAS, CHILLER 
SYSTEM SHOULD BE SET IN PLACE AND INSTALLED BY CLEARED 
AMERICANS. PREFERABLE NSU PERSONNEL. 

3. WHEN POWER UPGRADING COMPLETED, EMBASSY REQUESTS APPROVAL 
UTILIZE OLD TCU GENERATOR FOR BATISTEI 13, NEWLY ACQUIRED 

BLDG WHICH WILL BE OCCUPIED BY CONSULAR SECTION AND P & C 
SUMMER 1978. PLEASE ADVISE. 

4. RESIDENT SEABEE REQUIRES ASSISTANCE OF SIX TDY CB S TO 
COMPLETE CCC RENOVATIONS, WHICH WILL TAKE APPROXIMATELY 
12 WEEKS. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 BUCHAR 01366 031518Z 

5. FOR POST PLANNING PURPOSES, ADVISE WHEN MATERIALS FOR 
CCC RENOVATION SCHEDULED ARRIVE ON SITE. 

AGGREY 
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